INDEX OF AUTHORS AND PAPERS 


Abd El Gawaad, N.R., see El Shehawey, E.F. 161 (1989) 221 
Block, R., see Jansen, L. 161 (1989) 385 
Bléte, H.W.J., Compagner, A., Croockewit, J.H., Fonk, Y.T.J.C., Heringa, J.R., 

Hoogland, A., Smit, T.S. and Van Willigen, A.L., Monte Carlo renormalization 

of the three-dimensional Ising model 161 (1989) 1 
Boudh-Hir, M.-E., Structure properties of confined systems. Hard spheres between 

ideal walls 161 (1989) 140 
Bukman, D.J. and Van Leeuwen, J.M.J., The t-matrix for collisions of hard spheres 

in a layer geometry 161 (1989) 63 
Chalermsri, R., see Eab, C.H. 161 (1989) 539 
Colegrave, R.K., Croxson, P., Kheyrabady, E. and Ramjit, U.A.T., Energy of a 

nonconservative system in quantum mechanics 161 (1989) 118 
Colegrave, R.K. and Ramjit, U.A.T., Resonant atom—field interaction with few 

photons 161 (1989) 128 
Compagner, A., see Bléte, H.W.J. 161 (1989) 1 
Croockewit, J.H., see Bléte, H.W.J. 161 (1989) 1 
Croxson, P., see Colegrave, R.K. 161 (1989) 118 


Eab, C.H. and Chalermsri, R., A mean-field equation for a cosine interaction on 

a lattice 161 (1989) 539 
El Shehawey, E.F. and Abd El Gawaad, N.R., Nonlinear electrohydrodynamic in- 

stability conditions of an interface between two fluids under the influence of a 


tangential periodic electric field II 161 (1989) 221 
Espanol, J. and Rubi, J.M., On non-equilibrium fluctuations of thermodynamic pa- 
rameters 161 (1989) 89 


Fernandez, L.A., Marini Bettolo Marconi, U. and Tarancon, A., A variational 
study of the phase diagram of the Potts three state model versus Monte Carlo 


simulation 161 (1989) 284 
Fonk, Y.T.J.C., see Bléte, H.W.J. 161 (1989) 1 
Frigerio, A., see Gorini, V. 161 (1989) 357 
Galasiewicz, Z.M., Order parameter operator and equations of motion for quasi- 

conserved quantities for orbital *He-A hydrodynamics 161 (1989) 269 
Given, J.A. and Stell, G., The continuum Potts model and continuum percolation 161 (1989) 152 
Gong, C., see Holz, A. 161 (1989) 476 
Gong, C., see Holz, A. 161 (1989) 508 
Gorini, V., Verri, M. and Frigerio, A., Non-Markovian behaviour in low-tempera- 

ture damping. An application of the averaging method 161 (1989) 357 


553 


554 Index of authors and papers 


Hayakawa, Y., see Meakin, P. 

Heringa, J.R., see Blote, H.W.J. 

Holz, A. and Gong, C., Theory of g-soliton and phase boundary dynamics in a 
(2+ 1)-dimensional O(3)-antiferromagnet 

Holz, A. and Gong, C., Semi-classical theory of a doped two-dimensional Heisen- 
berg antiferromagnet 

Hoogland, A., see Bl6te, H.W.J. 

Horwitz, L.P., Shashoua, S. and Schieve, W.C., A manifestly covariant relativistic 
Boltzmann equation for the evolution of a system of events 


Jansen, L. and Block, R., Superexchange and superconductivity 
Jedrzejek, C., see Konior, J. 


Kerteész, J., Existence of weak singularities when going around the liquid—gas criti- 
cal point 

Kheyrabady, E., see Colegrave, R.K. 

Konior, J. and Jedrzejek, C., Mean spherical approximation equations for a 
symmetric hard-core two- Yukawa mixture 


Marini Bettolo Marconi, U., see Fernandez, L.A. 

Maruyama, K., see Shibata, F. 

Matsushita, M., see Meakin, P. 

Meakin, P., Matsushita, M. and Hayakawa, Y., The growth of ramified clusters 
by particle evaporation and condensation 


Oevel, W. and Ragnisco, O., R-matrices and higher Poisson brackets for integrable 
systems 


Ragnisco, O., see Oevel, W. 

Ramjit, U.A.T., see Colegrave, R.K. 
Ramjit, U.A.T., see Colegrave, R.K. 
Rubi, J.M., see Espanol, J. 


Samaj, L., A theory of higher-order correlations: application to mixed spin systems 

Sandulescu, A. and Stefanescu, E., New optical equations for the interaction of a 
two-level atom with a single mode of the electromagnetic field 

Schieve, W.C., see Horwitz, L.P. 

Shashoua, S., see Horwitz, L.P. 

Shibata, F., see Uchiyama, C. 

Shibata, F., Uchiyama, C. and Maruyama, K., A solvable model of dielectric relax- 
ation 

Smit, T.S., see Bléte, H.W.J. 

Stefanescu, E., see Sandulescu, A. 

Stell, G., see Given, J.A. 

Strehlow, T. and Vogel, E., Temperature dependence and initial density dependence 
of the viscosity of sulphur hexafluoride 

Suttorp, L.G., see Van Wonderen, A.J. 


Tarancon, A., see Fernandez, L.A. 


161 (1989) 457 
161 (1989) 1 


161 (1989) 476 


161 (1989) 508 
161 (1989) 1 


161 (1989) 300 


161 (1989) 385 
161 (1989) 339 


161 (1989) 58 
161 (1989) 118 


161 (1989) 339 


161 (1989) 284 
161 (1989) 42 
161 (1989) 457 


161 (1989) 457 


161 (1989) 181 


161 (1989) 181 
161 (1989) 118 
161 (1989) 128 
161 (1989) 89 


161 (1989) 432 


161 (1989) 525 
161 (1989) 300 
161 (1989) 300 
161 (1989) 23 


161 (1989) 42 
161 (1989) 1 
161 (1989) 525 
161 (1989) 152 


161 (1989) 101 
161 (1989) 447 


161 (1989) 284 


—- 
~ 


Index of authors and papers 


Uchiyama, C. and Shibata, F., Memory effect in dielectric relaxation II 
Uchiyama, C., see Shibata, F. 


Van Leeuwen, J.M.J., see Bukman, D.J. 

Van Willigen, A.L., see Bléte, H.W.J. 

Van Wonderen, A.J. and Suttorp, L.G., Uniform-field theory of phase instabilities 
in absorptive optical bistability 

Verri, M., see Gorini, V. 

Vogel, E., see Strehlow, T. 


Wang, J.-S., Clusters in the three-dimensional Ising model with a magnetic field 


555 


161 (1989) 23 
161 (1989) 42 


161 (1989) 63 
161 (1989) 1 


161 (1989) 447 
161 (1989) 357 
161 (1989) 101 


161 (1989) 249 


= 


. 


